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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 11538 101233Z 
ACTION OES-07 

INFO OCT-01 EUR- 1 2 ISO-OO CIAE-00 INR-07 NSAE-00 NRC-07 
FEA-01 ACDA-10 10-14 L-03 NSC-05 EB-08 DODE-OO 
SS-15 SP-02 /092W 

069555 102052Z/62 

R 101218Z AUG 77 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 813 
INFO ERDA WASHDC 
ERDA GERMANTOWN MD 

UNCLAS MOSCOW 1 1538 

EO 11652: NA 

TAGS: TGENENRGUSUR 

SUBJECT: US-USSR ATOMIC ENERGY AGREEMENT: JOINT COMMITTEE MEETING 
(07.00) TIMING AND U.S. CO-CHAIRMANSHIP 

REF: MOSCOW 11349 

IN 9 AUGUST MEETING AT SCAE, PUSTYNTSEV STATED THAT SIEVERING 
HAD EARLIER INFORMALLY SUGGESTED DECEMBER TIMING FOR U.S.- 
HOSTED JCM. WHICH MIGHT TAKE PLACE IN PHILADELPHIA OR IN 
CALIFORNIA. ACCORDING TO PUSTYNTSEV, SCAE IS PREPARING FOR 
JCM AND TOUR WITHIN THE 1-15 DECEMBER PERIOD. BECAUSE OF 
U.S. HOLIDAYS. PUSTYNTSEV ASKED CONFIRMATION OF THESE DATES. 

SCAE WOULD ALSO LIKE TO KNOW WHO WILL CHAIR U.S. DELEGATION, 

IN VIEW OF CREATION OF U.S. DEPARTMENT OF ENERGY. PLEASE 
ADVISE. 
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